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Environmental Management News 


Hospitals Increase Water Efficiency During California 

Drought 



Water Saver Solutions expects to help a San Diego County-based hospital 
save more than 10 million gallons of water annually ... 

6 Environmental Threats to Data Centers 


Unexpected events like power failure, flood and HVAC malfunction threaten 
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Aqua Terra Water Management, which provides waste management and 
water disposal for the oil and gas industry in ... 

Businesses, Farms Face Losses Following Mine Spill 



Businesses in the Durango and Silverton, Colorado, areas that rely on the 
Animas River to drive their operations are ... 

GIS-Centric Smart Wastewater, Stormwater Modeling 
ched 

Innovyze has launched the latest version of its smart wastewater and 
stormwater modeling software — InfoSWMM V14 — that provides ... 

Baling Rigid Plastic Generates Maximum Revenue for 
Grocery Stores 



This video, produced by the Association of Postconsumer Plastic 
Recyclers in collaboration with Publix Super Markets and the American 
Chemistry Council, aims to help grocery ... 

Understanding the EPA’s Clean Power Plan 

The Clean Power Plan announced by President Obama on August 3 sets 
the first-ever limits on carbon pollution from power plants, the nation's 

largest ... 

Domtar Reduces Waste to Landfill 23% 



Canada-based specialty paper manufacturer Domtar reduced the waste its 

pulp and paper mills sent to landfill by 23 ... 

Which Chemicals Used in Fracking Fluid? 

The fluids used for hydraulic fracturing in California oil wells contain 
dozens of hazardous chemicals that have the potential to ... 

Green Building Materials Market to Reach $69bn by 2019 

The US market for green building materials will reach nearly $69 billion by 
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2019, according to a report by BBC Research. The market for green 
building materials reached nearly $40 ... 


• 201 5 Environmental Leader Product & Project Awards 

• Howto Thrive in Today's EHS Landscape 

• Smart Companies Utilize Integrated Energy Solutions 

• Improve Your Company's Environment and Energy Performance 
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• Gartner Magic Quadrant 
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• Get Smarter About Your Energy Procurement Data Book 

• Mobility from the Plant Floor to the Store Door: Improve Safety, Accuracy and 
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